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UNCLASSIFIED 

PAGE 01 STATE 100079 
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ORIGIN EUR-25 

INFO OCT-01 ADP-00 SCI-06 CU-04 CIAE-00 INR-10 NSAE-00 

RSC-01 L-03 H-02 PA-03 PRS-01 USIA-12 EB-11 /079 R 

DRAFTED BY EUR/ SES: RJPARDON: SL 
5/24/73 EXT 21097 

APPROVED BY EUR/ SES - MR. POLANSKY 
DESIRED DISTRIBUTION 

SCI - MR. WALD ( INFO); EUR/ SOV - MR. PIERCE ( INFO) 

028419 

R 24201 1 Z MAY 73 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 100079 

E. O. 11652: N/A 
TAGS: TECH, ENRG, UR 

SUBJECT: EXCHANGES: TURBINE OPERATIONS 

USDEL SUBJECT EXCHANGE SCHEDULED VISIT SOVIET UNION 
JUNE 10 THROUGH 21 CONSISTS OF TEN MEMBERS HEADED BY 
W. DONHAM CRAWFORD, PRESIDENT, EDISON ELECTRIC 
INSTITUTE. OTHER MEMBERS ARE: 

DONALD C. LUTKEN, PRESIDENT, 

GENERAL PUBLIC UTILITIES CORP., NEW YORK; 

WENDELL J. KELLEY, PRESIDENT, 

ILLINOIS POWER CO., DECATUR, ILLINOIS; 

GREGORYS. VASSELL. ASS' T VICE PRESIDENT, 

AMERICAN ELECTRIC POWER SERVICE CORP., NEW YORK; 

WILLIAM G. KUHNS, PRESIDENT, 

MISSISSIPPI POWER AND LIGHT CO.. JACKSON. MISS.; 

JOHN G. HAYWOOD. CHIEF MECHANICAL ENGINEER, 
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NEW ENGLAND ELECTRIC SYSTEM, MASS.; 

VINCENTS. BOYER, VICE PRESIDENT, 
PHILADELPHIA ELECTRIC CO.; 



EARLK. DILLE, EXECUTIVE VICE PRESIDENT, 

UNION ELECTRIC CO., ST. LOUIS, MO.; 

FLOYD R. SMITH, PRESIDENT, 

GULF STATES UTILITIES CO.. BEAUMONT, TEXAS; 

E. F. THOMAS, DIRECTOR, 

POWER PRODUCTION, TENNESSEE VALLEY AUTHORITY. 



UNCLASSIFIED 

NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TECFI 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 00079 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RJPARDON: SL 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730552/aaaajqig.tel 

Line Count: 77 
Locator: TEXT ON-LINE 
Office: ORIGIN EU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25-Oct-2001 by kuehnbc0>; APPROVED <28 FEB 2002 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 980227 
Subject: EXCHANGES: TURBINE OPERATIONS 
TAGS: ENRG, UR 
To: MOSCOW 
Type: TE 
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